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3.75 (a) REPEAT 

HOUSING FACILITIES, GENERAL, 

(a) Structure: construction Housing facilities lor nonnumam primates must be designed and constructed so that they 
ana structurally sound Far the species at non human primates housed in them. They must he kepi in goad repair, and 
ihsy must protect the animals from injury, contain the animals securely, and restrict other animals from entering. 

■"The blue hexagon suspended in the enclosure ol Che rnangabey "Marcel” has been destroyed and is m disrepair. 
The hexagon has jagged edges and p»eces that may become Ingested causing illn&s or injury to the animal This 
should be removed and discarded to protect ihe- animals. 


The inspection and exit briefmg was conducted win the Zoo Director, 
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